Accessories 


New detached drawstop console 


5 thumb pistons to Great 3 
5 thumb pistons to Swell } All adjustable at setter board 
5 toe pistons to pedal 3 behind music desk. 
5 toe pistons duplicating Swell thumb pistons 3 
Thumb pistons for: Swell to Great Great to Pedal 

Swell to Pedal Pedal Trombone 

Swell Cancel Great Cancel 

General Cancel 

Toe pistons for: Great to Pedal Swell to Great 

Pedal Cancel Pedal Trombone 


Full Organ 
Mechanical Swell Pedal 
Electric Action throughout 
B.O.B. Co. Organ Blower with key-type switch 
Wind pressure: 3 1/2 inches 


BISHOP STOPFORD’S SCHOOL 


ENFIELD 


THE PIPE ORGAN 


(Laycock and Bannister, 1909; reconstructed 1978 - 1984) 


HISTORY AND SPECIFICATION 


The organ now standing in the School hal! was originally built in 1909 
for Sandylands Methodist Church, Morecambe, Lancashire by the 
Yorkshire firm of Laycock and Bannister. 


It was dismantled and removed from Sandylands Methodist Church in 
October 1975 by seven members of the staff of Bishop Stopford’s 
School. The instrument was put carefully into storage until February 
1978, when the long and complicated task of reconstruction began. The 
old instrument contained much work of high quality, but much of the 
mechanism was ripe for replacement, and, as is the case with many 
organs of the early decades of this century, the range of tonal colour was 
rather limited. The organ has therefore been completely overhauled, and 
provided with modern electric key and stop actions controlled from the a 
new detached drawstop console. The tonal design of the rebuilt 
instrument was drawn up by Peter Smith, BA, FRCO(CHM), the 
School’s Director of Music, the aim being to create as versatile instrument 
as possible for its size, providing the School with a fine recital instrument 
as well as one capable of fulfilling many varied accompanimental roles. 
About half the original pipework has been discarded or re-depioyed 
elsewhere in the organ, and 914 new or secondhand pipes have bee. 

added. : 


The completed instrument contains 24 speaking stops spread over two 
manuals and pedals. Of the 61 pipes visible in the case, only the centre 13 
are actually ‘Speakers’, the remainder being dummies. The vast majority 
of the 1449 speaking pipes therefore lie behind the facade and range in 
length from about 17 feet to less than 6 inches. Pipes and console are 
linked by several hundred feet of multicore cable and thousands of fine 
wire connections. 


The reconstruction of the instrument was an entirely voluntary labour of 
love on the part of a gifted team of staff, parents, pupils and friends of 
the School, working mainly during weekday evenings. For the skill, 
tenacity, dedication and hard work of this group of people, present and 
future generations of Stopfordians have much cause to be thankful. Many 
public schools possess pipe organs, some of them very large and fine 
instruments, but such items are rarities in state schools. Bishop 
Stopford’s School is the proud owner of one of the best and most 
versatile small pipe organs in this part of north London. 


SPECIFICATION 


CLE’ denotes original Laycock and Bannister pipes) 


(LB) 

{Secondhand Rohr Flute, wood) 

(LB) 

(Secondhand stopped wood pipes; new open 
metal top notes) 

(LLB) 

(New - spotted metal) 

(New - spotted metal) 

(New; harmonic trebles [on separate chest]) 


(LB; wood) 

(LB; old Voix Celeste plus bottom 12 pipes of 
old Viol d’Orchestre) 

(LB; formerly called Viola) 

(Secondhand pipes) 

(New - spotted metal) 

(New - spotted metal) 

(Secoridhand Horn Anglais 8ft with new 


bottom octave) 


Great 
1. Open Diapason Sit. 
2. Stopped Diapason Sft. 
3. Principal Aft 
4. Flute Aft 
5. Fifteenth 2ft 
6.  Larigot 1 1/3ft. 
‘f. Mixture (19,22,26) 3 ranks 
8. Fanfare Trumpet Sft. 

i. Sweil to Great 
Swell 
9. Rohr Flute Sit. 
10. Salicional Bit. 
11, Principal 4ft. 
12. Fifteenth 2ft. 
13. Sesquialtera (12,17) 2 ranks 
14. Mixture (22,26,29) 3 ranks 
15. Contra Fagotto 16ft. 
16 ‘Trumpet aft. 

ii, Tremulant 
Pedal 
17. Open Diapason 16ft. 
18. Bourdon 16ft. 
19. Octave Bit 
20. Bass Flute ft. 
21. Fifteenth 4ft. 
22. Flute aft. 
23. Recorder 2ft. 
24. Trombone 16ft. 


iit. Swell to Pedal 
iv. Great to Pedal 


(LB; formerly called Cornopean) 


(LB; wood) 

(LB; stopped wood) 

(Secondhand Open Diapason, metal) 
(LB; extension of No.18) 

(Extension of No.19) 

(From No.20; top 12 from former Swell 
Bourdon) 

(Extension of No.22; top 5 from former Great 
Hoh! Flute) 

(Secondhand Ophicleide; bottom 12 with 
wooden resonators) 


y. Great and Pedal Combinations coupled 


